7627 Old Receiver Road 
Frederick MD 21701 

April 25, 1981 


Mr. Edward Williams 
R.R. 1 - Shannonville 
Ontario KOK 3A0 

CANADA 


Dear Ed : 

Your two letters arrived yesterday and today. We were sorry to learn 
your health problems and hope that you are improving as rapidly as 
possible. 

We had not known about Dick Bernabei, and are sorry to learn of his 
death. Thank you for telling us. 

On Lifton I have no comment but will leave that up to Harold when he 
is able to do so. I can't say when that will be as he is currently 
in hospital again, having had further surgery to reliefe the pressure 
in his leg. The operation apparently is successful and we are hopeful 
that the condition will not develop again. 

Best wishes from us both. 

Sincerely, 


Lillian Weisberg 


